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1. INTRODUCTION 

Man has always had increasing energy needs all over the world. Consequently, energy consumption is 
increasing as a result of economic growth and an increase in electricity consumption per inhabitant. To this 
end, the developing countries will be in need of energy to ensure their development although the use of fossil 
energy will have a negative impact on their environment thus making it necessary to use renewable energies 
for a healthy and sustainable energetic transition. Algeria has available one of the most important solar 
potential in the world. Sunshine duration in almost all the territory exceeds 2000 hours a year reaching 3900 
hours in the high plateaus and the Sahara. The energy received daily on a horizontal surface of 1 m? is in the 
order of 5kwh in most parts of the territory, being about 17 kWh/m?/year in the north and 2650kWh/m2/year in 
the south of the country [1]. Algeria also has available a considerable wind energy whose potential is 
particularly important in the south with average speeds of 4 to 6 m/s; a priceless resource that can meet 
domestic needs in remote areas while the north is less windy with the exception of microclimates in the coastal 
region of Oran and Bedjaia and the areas of Tiaret, Biskra and Setif [1], [3]. The exploitation of the potential 
of renewables (photovoltaic, wind) of isolated places distant from conventional networks of power supply 
must stand as a priority due to the financial cost caused by the installation of a conventional electric network. 
Yet, one must not lose sight of the weather and topographic variation which must be taken into account. 

The photovoltaic energy cannot be a continuous source of energy because of its low availability in 
winter. Likewise, wind energy is greatly irregular in time and cannot produce energy constantly. Therefore, the 
separate use of these two sources presents problems with regard to energy requirements. To solve the 
previously mentioned problems, and to study an energy system that will supply electricity to a self-contained 
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apartment located in Tlemcen in Algeria for a reference year, a photovoltaic and / or wind energy system with 
storage is suggested. This system generates simultaneously energy from the absorbed solar energy and the 
captured wind energy that can be consumed directly or stored in batteries whose role 1s to ensure the continuity 
of use. Nevertheless, developing a cost-effective system includes design issues such as the dimensioning of the 
correct size of each component and the economic optimisation of the cost of the generated kWh. The purpose 
of this article is to show the reliability of using the electrical energy of solar and / or wind resources to meet 
the needs of a requested electrical load. A thorough study is used to find the best energy system configuration 
while presenting the results of sunray measurements, wind speeds, and energy data generated by the modules 
photovoltaic or wind turbines and storage that varies according to days of autonomy. The system obtained 
aims to supply a charge for domestic use (apartment) where consumption is about 3,260 kWh per day 
(September-May) and 9,150 a day (July-August). 


2. SITE DESCRIPTION AND ASSESSMENT OF SOLAR AND WIND RESOURCES AND 
REQUIRED CHARGE 
2.1. Studied Site 
The selected site is located in Tlemcen in a region of Zenâta in Algeria. The characteristics of the site 
are displayed on the Table 1. 


Table 1. Characteristics of the Zenâta Site [2] 


Site Latitude Longitude Altitude Albédo 


Tlemcen 35.02°N 1.18°E 247 m 0.20 


2.2. Assessment of the Solar and Wind Resources 

It is crucial to define and specify the data of local resources (solar irradiation and wind speed) of the 
selected region. This study is based on a daily data source of two sources, solar and wind energy, measured at 
a height of 10 m above ground level for 12 months and year-round for 10 years ( 2000 - 2010). Data were 
obtained from the Tlemcen Zenata meteorological station METAR / SYNOP [3]. 
a) Solar resource 

Figure 1 shows the monthly average of each year of the solar radiation index of the region of 
Tlemcen. 
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Figure 1. Monthly sun radiation of the tlemcen site 


The solar radiation in Tlemcen reaches its minimum of 2.3 kWh/m?/day in December and its 
maximum of 7.5 kWh/m?/day in June, and the annual average is 4.8 kWh/m? /day. 
b) Wind resource 

Figure 2 represents the monthly average of each year of wind speeds of the region of Tlemcen. 
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Figure 2. Monthly wind speeds of the tlemcen site 


The wind speeds are considered as relatively weak throughout the year. January being the most windy 
month with a wind speed of 3, 2 m/s and October the least windy of the year with a speed of 1,3 m/s. The 
annual wind speed average for the site in Tlemcen over the study period. 

c) Temperature 
Table (2) shows the monthly average if each year of temperature for the region of Tlemcen. 


Table 2. Monthly Temperature Average 
Annual 
average 


6.27 8.23 11.6 14.8 19.9 25.4 28.9 28.0 23.1 17.6 PL 7.65 17.0 


Month Jan Feb Mar Apr Mai Jun Jul Aug Sep Oct Nov Dec 


Temperature 


(c°) 


The monthly temperature average reaches its minimum in January estimated to 6.27°c and its 
maximum to 28.9°c in July and the annual average is 17°c. These temperatures will not affect the operation of 
convertors in the photovoltaic installation or wind turbines. 


2.3. Characteristics of the Selected Apartment and its Energy Balance 

The apartment chosen for the study is of type not connected to the conventional power distribution 
network and equipped with all the devices to provide comfort to the occupants. In addition, it is permanently 
occupied throughout the year and the domestic equipment operates under a standard voltage 220V-50Hz 
(mains voltage). The daily consumption is supposed constant during the nine following months (September- 
May) in the order of 3,260 KWh per day and another constant value during the summer season (June, July, and 
August) estimated at 9,150 KWh per day, the daily energy needs of the apartment by Wh/day are shown on 
the Table (3)[4]. 


Table 3. Assessment of Daily Energy Needs of Apartment 


Duration of use 


Power(w) (hours) Daily consumption (Wh) 
Adults’ room 11 4 44 
Children’s room 22 5 110 
Living room 22 6 132 
Line Corridor 22 2 44 
Bathroom 22 2 44 
Toilets 11 1 11 
Kitchen 11 7 77 
Refrigerator 120 8 (winter), 12 (summer) 96 (winter), 1440 (summer) 
| Television LCD 12 5h30 397.26 
Appliances Air conditioner 3663 0 (winter), 6 (summer) O (winter), 6600 (summer) 
Others 100 2 250 
Total lighting of apartment 3260/9150 


Figure 3 shows the total consumption of the apartment in one typical day in the winter season 
(September-May): 3,260 kWh in 24 hours. Figure 4 shows the total consumption of the apartment in one day 
in the summer season, (June-August): 9,150KWh in 24 hours. 
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Figure 3. Daily profile (winter season) Figure 4. Daily profile (summer season) 
3. METHODS 


The crucial stage in the conception of a power generation system is determining its optimal size 


which depends essentially on the climatic data of the site and the characteristics of the parameters contained in 
this system. 


This part discusses the models used in the study to determine the optimal size of the electric power 
generation system that can meet the electrical needs of the apartment. 


3.1. Global Incoming Solar Radiation and Energy Produced by the Photovoltaic Generator 


The global incoming solar radiation in a photovoltaic panel according to the HDKR (Hay, Davies, 
Klucher, Reindl) model [5]: 


1 
G= (C FC AJR 4G, a-a =E) 


(1) 
1s f sin’ £) +Gp, Fes) 


The energy produced by a photovoltaic panel is estimated from the values of the global irradiation on 


an inclined plane, the ambient temperature and the values of the photovoltaic panel manufacturer’s data. It is 
given by [6]: 


E, =R,,.S,,.P,-H.N 


(2) 
The performance of the photovoltaic generator is represented by the following equation: 
Ra =, {1-x1(T, Te) (3) 
NOCT — 20 
Te E T, T Gne ( ) (4) 
800 


3.2. Distribution of wind Speeds and Energy Yielded by Wind Generator 


The Weibull function is used to characterise the distribution of wind frequencies during the study 
period and is defined as [7]: 


k V k-1 V k 
0) (lA) 7 


Wind speeds Vn can be calculated according to Weibull’s K and A parameters as indicated below: 


V, = Ar | + L) (6) 
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Wind power density of a site according to Weibull’ s probability density function can be expressed as 
follows [8]: 


1 3 
P=—§S pAT|1+— 7 
2 ee S | >| (7) 


where Seo 1s the area swept by the wind turbine blade (m?) and p is air density (1.225kg/m3). 
Once the wind power density is given, the energy yielded by the wind generator for a desired period 
can be calculated by [9]: 


= = Z PAT | + 2) T (8) 


eol 
3.3. Battery Size 


The storage capacity of batteries is determined according to the maximum required load (maximum 
monthly load) that is expressed by [10]: 


L,m,max 


Cpa „to = ae a ja (9) 
= Nhat DO at Pa Na ' 


The number of required batteries is determined according to the capacity of a battery unit Coat. as in 
the case of the surfaces of photovoltaic generators by taking by rounding up the full ratio value. 


C 
= E NT batt ,tot (1 0) 


batt ,u 


N 


batt 


Spv and Seo are the respective surfaces of the panel and the turbine able to produce a 100% coverage 
of the load during the least favourable month [11]: 


a = max Za (11) 
pv 
E 
Sı = Max 2 (12) 
Eo 


The total energy produced by the photovoltaic modules and wind turbines which supply the whole 
charge is expressed by: 


E,=E,,S,,+E 


eol 


Seol (13) 


By using the two renewable sources, the charge is divided into two parts. If the fraction of the charge 
supplied by the photovoltaic system 1s f, then the complement of the charge which is (1-f) must be fed by the 
wind system. The limit values of f correspond to pure systems. In fact, f=1 corresponds to a full utilization of 
the photovoltaic system and f=0 represents a full utilization of the wind system. 

The equations (11 , 12 ) become: 


E,S,=f.E, (14) 


Eoo S oi E (— f)E, (15) 
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The calculations are based on the monthly averages of each year respectively. The surfaces of the 
photovoltaic panels and rotor of wind turbine are determined from the monthly average values of each year 


calculated from E, and E , . The full charge is marked E, and the surfaces of the photovoltaic and rotor of 


wind are expressed through the following equations: 





i E 
Ta = (16) 
pv 
| E 
se =(1- f). = (17) 
E ra 


the retained component of the surface Sia G=1) for the photovoltaic component and (i=2) for the rotor 
of turbine component. The surface of the component unit Siu (Spyu = 0.34m, Seou = 0.56m?) The retained 
surface is calculated according to the following equation: 


AON (18) 


S 
With: Cte is a whole number close to a high degree of the ratio — and 'S' is stands for the scenario. 


Lu 


4. SYSTEM DESCRIPTION 

The system under study includes photovoltaic panels and/or wind turbines connected to the direct 
current bus (DC) and storage batteries. Each storage battery is connected in series to the 120V (DC) bus. 
A convertor connected into the alternative current bus (AC) is used to convert into alternative current the 
energy yielded by the photovoltaic panels, the wind turbines and the energy stored in batteries. The electricity 
generated by our system supplies the apartment. The energy not consumed after serving the charge is stored in 
the batteries. 

The photovoltaic system produces a direct voltage which is stored in the battery after crossing a 
charge controller of the photovoltaic system. The wind turbine yields an alternative current which is converted 
into direct current and stored in the battery. A discharge load is also connected to the battery to deviate the 
extra load when the battery is fully loaded. 

The diagram that groups together each possible component of the system is illustrated in 
Figure 5 [12]. 
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Figure 5. Flow diagram of the system 


The technical specifications of the main components of the system are indicated in Table 4. 
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Table 4. Technical Details of the System 


Parameters 

Photovoltaic panels 

Nominal capacity (kW) 

Panel Performance (%) 
Voltage Mpp (V) 

Intensity Mpp (A) 
Short-circuit current (A) 
Open-circuit voltage (V) 
Warranty (years) 

Size (length/width/height)(mm) 
Weight (Kg) 

Life time (years) 

Wind turbine 

rated capacity (W) 

Maximum power (W) 

Start speed (m/s) 

Nominal speed (m/s) 

Stop speed (m/s) 

Wind turbine efficiency (%) 
Noise level (dB) 

Warranty (years) 

Life time (years) 

Weight (Kg) 

Rotor length (m) 

Rotor width (m) 

Battery 

Nominal voltage (V) 

Capacity (Ah) 

Maximum voltage (V) 

Starting current (A) 

Charge voltage (%) 
Series-connected batteries 
Life at 50% of discharge (cycle) 
Size (length/width/height)(mm) 
Weight (Kg) 

Warranty (years) 

Convertor 

Maximum power (kW) 
Maximum voltage (V) 

Voltage range PV, MPPT (V) 
Max input current (A) 
Nominal power (kW) 

Output current (A) 

Nominal voltage range (V) 
Frequency range network (Hz) 
Maximum efficiency (%) 

Size (length/width/height)(mm) 
Weight (Kg) 

Noise level (dB) 


Values 
Price:65.00€/panel 
0,05 


630 x 545 x 25 

4 

20 

Price: 2000.00 € /turbine 
1000 

1500 

2 

10 

55 


78 

2,8 

2 

Prix: 305.00 € /battery 
12 

230 

14,4 

1150 

10 

10 

200 

518 x 276 x 242 
56,75 

1 

Prix: 1000.00 € /convertor 
1210 

400 

139 - 320 

10 

1000 

5,6 

220 - 240 / 180 - 260 
50 - 60 

93 

434 x 295 x 214 

22 

39 
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5. RESULTS AND DISCUSSION 

This part shows the influence of the characteristics of solar and wind energy resources on the sizing 
of the size and the efficiency of an electric power generation system. After entering the necessary data in the 
calculation program, he will execute several simulations by modifying parameters and determining optimal 
solutions. The result of the simulation shows the most feasible configuration of the energy system as well as 
the energy produced by each source. The results of the photovoltaic energy gathered are illustrated in Figure 6. 
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Figure 6. Solar photovoltaic energy received in the site on an inclined plane 


The Figure 6 shows the variation profile of the solar voltaic energy collected from day to day during 
the year. Two maximum values can be distinguished: The energy collected on the 110th day reaches 6.87kWh 
and 6.80kWh on the 237th day. 

The wind energy collected on the basis of daily wind speeds in the region of Tlemcen is shown in 
Figure 7. 
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Figure 7. Daily wind energy collected in Tlemcen 


Figure 7 shows that the months of January and December are the most profitable of the year when the 
recovered wind energy reaches the maximum value of: 14.2 kWh/d. For the rest of the year, as the wind 
energy is very weak, this region resorts to more photovoltaic than wind electricity. 

The wind rose and the distribution of wind speed frequencies are evaluated all year long to determine 
if the wind blows in one direction with a respective intensity all over the year. The annual results are shown in 
Figures 8-9. 

The terminal values of “k” and “A” parameters are 1 and 2.42m/s respectively. Considering value 
“A” who is very low, which makes it very difficult to exploit the wind potential since all wind turbines start 
to produce from 2 m/s. The value of "K" is estimated at 1 m/s, this low wind density is not favorable to the 
continuous operation of the wind system for a whole day. Therefore, Tlemcen presents very weak conditions 
in term of wind resource. 
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As regards the of the wind rose diagram shown in figure (8), it is noted that the direction of dominant winds 
is from the northern side of Tlemcen. 
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Figure 8. Wind speeds frequencies according to the Weibull Figure 9. Diagram of the wind rose at 10m 
distribution height 
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Figure 10. Hybrid energy (photovoltaic-wind) received 


Figure 10 is interpreted for the following periods: 

The Ist period: from the Ist day until the 90th day, the load of the apartment is fixed at 3,26kWh/d 
(See Table 3). This winter period has 8 deficit days that are: (1, 3, 5, 8, 10, 12, 15 and 16) days, this gives one 
day of autonomy since the days are not successive, so storage in the batteries is introduced to cover the load of 
the apartment. 

The 2nd period: from the 91st day to the 274th day, the load of the apartment is fixed at 9.15 kWh/d. 
This summer period does not include deficit days, the system operates normally without recourse to batteries, 
the energy produced is fairly constant in this period and reaches the maximum value of 5.6 KWh / d. 

The third period: from the 275th day until the end of the year, the load of the apartment is set at 3.26 
kWh/d. This winter period has other deficit days that are: (235, 237, 239 and 242) days it gives one day of 
autonomy. Since the load demand is constant for each period, the results show that the most unfavourable 
month is when the ratio between solar irradiation and wind speed is minimum. According to the results, the 
worst month is the month of December. 


5.1. Calculating the Number of Batteries 

The number of days of autonomy is evaluated at one day (24 hours). The daily energy demand during 
this day is set at 3260 ah. The storage system will compensate the interruption of the power generation system. 
The electricity that comes out of the batteries does not come entirely to electrical devices: part is lost in the 
wires and during the conversion of current DC to AC by the converter, the amount of energy to be returned is 
3.95 kWh. In order to have a longer life of the batteries, a maximum discharge depth of 50% is set, the 
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capacity of the storage system will have to be 7.91 kWh, this leads to a quantitative number of 3 storage 
batteries during this deficit day. 


The calculation program finds the best configurations of the power generation system that will 


generate enough or all of the energy at the apartment. The results of these configurations are shown in the 
Table 5. 


Table 5. Optimum configurations 


Optimum Configurations 


Parameters 
Configuration A Configuration B 
Photovoltaic system(KW) 1,7 1,4 
Number of panels PV 34 28 
Number of wind turbines 0 1 
Number of batteries 3 3 
Number of convertors 1 1 
Total cost (€) 4125 5735 


Table 5 shows the two best retained configurations. The configuration (A) contains a purely 
photovoltaic system with a power of 1.7 kW and consists of 34 photovoltaic panels, 3 storage batteries, one 
converter and no contains wind generator. The surface of the photovoltaic panels represents 12.7 m?. The net 
present cost of this configuration is estimated at 4125 euro. 

The second configuration (B) contains a hybrid wind and photovoltaic system. The number of 
photovoltaic panels is inferior to that of the configuration (A) and has 28 panels and represents 9.6 m?, 
generating a power of 1.4 kW. The number of storage batteries and converters is the same as that of the 
configuration (A). Regarding the net present cost of this configuration, it is higher and estimated at 5735 euro. 


5.2. Production Result and Electric Consumption 


This part shows more details on the two configurations by comparing the energy produced and 
consumed annually of each configuration (kWh/year). 


Figures 11-12 show the average monthly power production of each configuration. 
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Figure 11. Average monthly power production of Figure 12. Average monthly power production of 
configuration 'A' configuration 'B' 





From Figure 11 it has been found that the production of electrical energy comes only from the 
photovoltaic system estimated at 3803 kWh/year. The average hourly output is less than 0.4 kW/h from 
November to February, unlike the other months of the year when this average is greater than or equal to 0.5 
kW/h. The electrical energy consumed directly from the bus (AC) represents 1756 kWh/year, the rest of the 
energy produced is stored in batteries so that it can be used during the night or in the deficit period in solar 
radiation and represents 1606 kWh/year is 42.2% of the production of the pure photovoltaic system. 

Figure 12 shows that the production of electrical energy from the photovoltaic/wind hybrid system is 
estimated at 3822 kWh/year where 82% is generated by the photovoltaic panels and 18% of the wind system is 
respectively 3132 kWh/year and 690 kWh/year. The energy generated by the photovoltaic panels is much 
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higher than that of the wind system during all the months of the year. The average hourly production in 
February, October and November is less than 0.4 kW/h However, it can reach 0.5 kW/h the other months of 
the year. The electrical energy consumed directly from the bus (AC) represents 1755 kWh/year, the rest is 
stored in the batteries so that it can be used during the night or in the deficit period of the two energy sources 
and represents 1730 KWh/year or 45.3% of the production of the hybrid system. 


5.3. Other Results of Configuration 'A' 

This part will discuss the behaviour of photovoltaic panels with storage during all the days of the 
year. 

The annual energy produced by the photovoltaic system per day and throughout the year is shown in 
Figure 13. 


Puissance de sortie des PV / an kW 





Figure 13. The daily energy produced by the PV during the year 


According to Figure 13, the production is stable during all the days of the year and this between 6:00 
and 19:00. The daily output is around 0.4 kW up to 1.2 kW continuously and can even reach 1.8 kW and very 
rarely 2 kW during the day. The production is zero during the night and represents 0 kW. The hours of 
operation of the photovoltaic panels are evaluated at 4387 h/year. 

Figure 14 shows the daily status of charging and discharging batteries throughout the year. 


Statut de charge des batteries de stockage 
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Figure 14. Daily status of charge and discharge of batteries during the year 


Figure 14 shows that the batteries are always full during the year except during the summer period 
which lasts from June until August when it can reach a discharge depth estimated from 90% to 65%. 
In mid-July the battery discharge will reach the maximum of 50% for a few hours at night. The energy 
convertor operates fully all year long. 


5.4. Other Results of Configuration 'B' 

This part will discuss the behaviour of the photovoltaic/wind hybrid system during all the days of 
the year. 

The annual energy produced by the photovoltaic system and the wind system each day of the year is 
shown respectively in Figure 15 and 16. 
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Figure 15. Daily energy produced by PV during the year 
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Figure 16. Daily energy produced by the wind turbine during the year 


According to Figure 15 and 16, it has been noticed that the production of the photovoltaic system is 
dominant during the year whereas it is reduced during the months of January, November and December 
relative to the results of the configuration ‘A’. this phenomenon is due to the presence of the wind generator 
that associates with the photovoltaic system. Nevertheless, wind generation is valid essentially only in 
December and January. It is estimated very low between 0.24 and 0.48 kW. It reaches its maximum value of 
2.23 kW during the middle of January. The hours of operation of the wind turbine are low. The batteries will 
have the same behaviour of the configuration (A) and the converter works fully during the year. 

Therefore, the configuration "A" is better than the configuration "B" taking into account the total net 
cost of the investment and which equals respectively 4125 euro against 5735 euro. 


6. CONCLUSION 

The study conducted in this article leads to deduce optimal configurations of photovoltaic system 
and/or wind power generation with storage in batteries, in order to provide electricity to a residential apartment 
autonomous and away from the conventional power grid in Tlemcen, Algeria. 

The methodology and optimization models used to determine the best energy production system are 
valid for any site in the world and especially for small power sites. The results obtained show the inefficiency 
of the wind energy potential in this non windy site, from which the exploitation of the only one of a pure 
photovoltaic system is recommended while avoiding the exploitation of a photovoltaic / wind hybrid system. 
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